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1 
X 
D4970-041 
WINDSHIELD DEFLECTOR ASSY 


2 
1 
D4970-1 
WINDSHIELD DEFLECTOR - LOWER 
3 
1 
D4970-3 
WINDSHIELD DEFLECTOR - UPPER 
4 
2 
D4970-5 
DOUBLER 
5 
6 
MS20470AD6-12 
RIVET, SOLID, PAN HEAD 


D4970-041 WINDSHIELD DEFLECTOR ASSY 
2021 MAR 03 ^ 


BLR -ZaXl -5fc 


NOTES: 
1) MATERIAL: N/A 
D\ 2) FINISH: PRIME PER DART QSI 005 4.2.1 USING MIL-PRF-23377 1-2 MILS 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
D\ 6) IDENTIFICATION: IDENTIFY WITH DART P/N ’04970-041", REVISION, & BATCH NUMBER PER QSI 044 METHOD 6.1 (FINE POINT MARKER) 
7) WEIGHT: 3.16 lbs (1.44 kgs) 
8) APPLY RTV SEALANT LOCTITE 598 TO FAYING SURFACES 
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REV. 


REV -041; NOTE 2 (FORMAT), NOTE 6, ADD FLAG 6 (ZN B5- 
1); REV -1/-3: NOTES 1 (ADD PLATE OPTION), 6, 8, R0.125 
WAS R0.10 (B2-3, B2-4), ADD FLAG 6 (B6-3, B4-4); REV-1: 
RMV NOTE 9, ADD APICAL P/N REF (B5-3); REV-5: NOTES 
1 (ADD PLATE OPTION), 6, 8 


REVISED D4970-1 (ZN B4-3), ADDED DETAIL C (ZN C3-3), 
ADDED FOUR HOLES TO D4970-3 (ZN D6-5). REVISED 
HOLE DIMENSION FROM 0.191 TO 0.201 (ZN B4-5): REVISE 
NOTE 6) (ZN A8-1, A8-3, A8-4, A8-6) 


ADDED HOLES TO D4970-1 AND D4970-3. ADDED SHEET 5 
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8.853in 
REF 
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D4970-041 WINDSHIELD DEFLECTOR ASSY 
AUXILIARY VIEW 
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UNDER REVIEW 
ECR: ___________ 
ECR 387 (SAD) 


[562.12mm] 
22.131in 
[80.30mm] 
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[17.49mm] 
0.69in 
[17.32mm] 
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0O.191in 
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DETAIL C 


[76.20mm] 
3.000in 
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1.500in 
[l 2.3mm] 
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_ [l 9.06mm] 
0.751 in 
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D4970-1 WINDSHIELD DEFLECTOR - LOWER 
(WAS APICAL PIN 647.9413) 


[59.69mm] 
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[27.43mm] 
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[4.83mm] 
0.190in 


[ 1.5mm ] 


[31.38mm] 
1.236in 


{_ [3.77mm] 
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NOTES: 
1) MATERIAL:7075-T6 (OR T651/T6510/T6511/T62) ALUMINUM BAR 
PER AMS-QQ-A-225/9 (OR AMS 4122/4123/4186/4187) OR PER AMS-QQ-A-200/11 
REF DART SPEC M7075T6B 
OR 7075-T6/T62/T651 ALUMINUM SHEET OR PLATE 
PER QQ-A-250/12 OR AMS-QQ-A-250/12 OR AMS 4045 OR ASTM B209 
REF DART SPEC M7075T6S 
2) FINISH: HARD ANODIZE lAW MIL-A-8625 TYPE III, CLASS 2, COLOR BLACK 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D4970-r,. REVISION, & BATCH NUMBER PER QSI 044 METHOD 6.1 (FINE POINT MARKER) 
7) WEIGHT: 1.35 lbs (0.62 kgs) 
8) PART DIMENSIONS CONTROLLED BY CAD MODEL FILE: D4970-1-D.STEP 
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[O.OOmm] 
Oin 


[904mm] 
[863mm] 


[947mm] 


[1013mm] 
[38.10mm] 
I.SOOin 
[76.20mm] 
3.000in 


[316.4mm] 
12.46in 


[269mm] 


[4.88mm] 
0O.192in_. 
3 PL 


[439.2mm] 
17.29in 
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N 
[59.69mm] 
2.350in 


[27.43mm] 
1.080in 


[4.83mm] 
0.190in 


[31.39mm] 
1.236in 


[ 1.5mm ] 
-0.06in X 45° CMF 
4 PL 


0.148in 


D4970-3 WINDSHIELD DEFLECTOR - UPPER 


SECTION A-A 


B5-4 
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NOTES: 
1) MATERIAL:7075-T6 (OR T651/T6510/T6511/T62) ALUMINUM BAR 
PER AMS-QQ-A-225/9 (OR AMS 4122/4123/4186/4187) OR PER AMS-QQ-A-200/11 
REF DART SPEC M7075T6B 
OR 7075-T6/T62/T651 ALUMINUM SHEET OR PLATE 
PER QQ-A-250/12 OR AMS-QQ-A-250/12 OR AMS 4045 OR ASTM B209 
REF DART SPEC M7075T6S 
2) FINISH: HARD ANODIZE lAW MIL-A-8625 TYPE III, CLASS 2, COLOR BLACK 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D4970-3", REVISION. & BATCH NUMBER PER QSI 044 METHOD 6.1 (FINE POINT MARKER) 
7) WEIGHT: 1.61 lbs (0.73 kgs) 
8) PART DIMENSIONS CONTROLLED BY CAD MODEL FILE: D4970-3-D.STEP 
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UNDER REVIEW 
ECR: ___________ 
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[38.00mm] 
1.496in 
2 PL 


[59.47mm] 
2.546in 
[321.62mm] 
12.662in 


[196.70mm] 
7.890in 


[10.86mm] 
0.434in 
2 PL 


[80.30mm] 
3.162in 
TYP 


[5.11mm] 
0O.2O1in 
14 PL 


VIEW B-B 


[17.37mm] 
0.68in 
5 PL 


D4970-3 WINDSHIELD DEFLECTOR - UPPER 
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2.826in 
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5 PL 
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[148.67mm] 
5.853in 
[76.20mm] 
S.OOOin 


[76.20mm] 
S.OOOin 
[38.10mm] 
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[10.16mm] 
0.400in 
[38.10mm] 
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[20.3mm] 
0.80in 
GRAIN 
DIRECTION 


[l 0.2mm] 
R0.40in 
TYP 
[4.88mm] 
0O.192in 
6 PL 
[248.9mm] 
9.80in 


[3.18mm] 
0.125in 
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D4970-5 DOUBLER 
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NOTES: 
1) MATERIAL:7075-T6 (OR T651/T6510/T6511/T62) ALUMINUM BAR 
PER AMS-QQ-A-225/9 (OR AMS 4122/4123/4186/4187) OR PER AMS-QQ-A-200/11 
E 
REF DART SPEC M7075T6B 
w 
OR 7075-T6/T62/T651 ALUMINUM SHEET OR PLATE 
PER QQ-A-250/12 OR AMS-QQ-A-250/12 OR AMS 4045 OR ASTM B209 
REF DART SPEC M7075T6S 
2) FINISH: HARD ANODIZE lAW MIL-A-8625 TYPE III, CLASS 2. COLOR BLACK 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D4970-5". REVISION. & BATCH NUMBER PER QSI 044 METHOD 6.1 (FINE POINT MARKER) 
7) WEIGHT: 0.10 lbs (0.05 kgs) 
8) PART DIMENSIONS CONTROLLED BY CAD MODEL FILE: D4970-5-D.STEP 
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